PRELIMINARY ISSUE 


13.09.20 
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R0.16 
0.08 
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2) FINISH: N/A 


NOTES: 


6) IDENTIFICATION: N/A 


AVERY IPM #2031 


7) WEIGHT: N/A 


PC2 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


MANUFACTURED FROM 3M, 7 MIL MASKING FILM #8522CP OR 
1) MATERIAL: RED LETTERS WITH WHITE BACKGROUND AND ADHESIVE BACK. 


4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 


D4166-1 PLACARD, MAX LOAD 
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PC2 
REVISE D4166-1/-3 (ZN B4-1, B4-2) 
RF 
13.09.20 


B 
ADD D4166-3 (PORTUGUESE TRANSLATION OF D4166-1) 
(ZN B5-2) 
RF 
12.02.17 


A 
NEW ISSUE 
RF 
10.09.16 
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DESIGN 
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MFG. APPR. 


DRAWING NO. 


TITLE 
SCALE 
PLACARD, MAX LOAD 
DATE 


APPROVED 


13.09.20 


DRAWN 


DE APPR. 


DART AEROSPACE USA, INC. 
KENT, WA 


COPYRIGHT © 2010 BY DART AEROSPACE USA, INC. 


WRITTEN PERMISSION FROM DART AEROSPACE USA, INC. 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 


RF 


P/N D4166-1 


MAXIMUM LOAD FOR RESTRAINT NET WITH 
D139-799-017 INSTALLED 
P/N 3G2550A00231 292 Kg (642 lb) 
P/N 3G2550A03031 192 Kg (422 lb) 


SEE RFM SUPPLEMENT 31 FOR 
RESTRAINT NET ATTACHMENTS AND 
CONFIGURATION 


MAXIMUM UNIT LOAD 535 Kg/m (109 lb/ft ) 
MAXIMUM CARGO HEIGHT 600 mm (2 ft) 


3.00 


3.00 


R0.16 
TYP 


0.08 


0.10 


P/N D4166-3 


2 2 


D4166-3 PLACARD, MAX LOAD 


NOTES: 


1) MATERIAL: RED LETTERS WITH WHITE BACKGROUND AND ADHESIVE BACK. 
MANUFACTURED FROM 3M, 7 MIL MASKING FILM #8522CP OR 
AVERY IPM #2031 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: N/A 
7) WEIGHT: N/A 


CARGA MAXIMA PARA 
FIXACAO DE REDE COM 
D139-799-017 INSTALADO: 
P/N 3G2550A00231 292 Kg (642 lb) 
P/N 3G2550A03031 192 Kg (422 lb) 


VEJA RFM SUPLEMENTO 31 
PARA FIXACAO DE REDE 
ACESSORIOS E CONFIGURACAO 


MAXIMA UNIDADES DE CARGA 
535 Kg/m (109 lbs/ft ) 
MAXIMA ALTURA DE CARGA 
600 mm (2 ft) 
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DART AEROSPACE USA, INC. 
KENT, WA 


DATE 
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DE APPR. 


COPYRIGHT © 2010 BY DART AEROSPACE USA, INC. 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE USA, INC. 


RF 
RF 


D4166 


